BNT162b2 
1.3.3 Debarment Certification 





BLA 125742 
COVID-19 VACCINE 
DEBARMENT CERTIFICATION 


[FD&C Act 306(k)(1)] 


BioNTech Manufacturing GmbH hereby certifies that it did not and will not use in any capacity 
the services of any person debarred under Section 306 of the Federal Food Drug and Cosmetic 
Act in connection with this application. 


e Digitally signed by Ruben Rizzi 


R U be N Rizzi Date: 2021.03.30 08:33:08 


+02'00' 








Signature of Applicant Date 
Ruben Rizzi 
BioNTech Manufacturing GmbH 


Digitally signed by Neda Aghajani Memar 
la A 


Neda Aghajani_— = 








Memar a5 Seah oees 
Signature of Authorized US Agent Date 
Neda Aghajani Memar 
Pfizer Inc. 
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